ETag: "84ba5a38b6c3553132af3467a8b9278b"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2325
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: NECA-IBEW Pension Trust Fund v. Reilly Electric Inc
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ilcd
x-archive-meta-date-case-filed: 2009-10-28
x-archive-meta-docket-num: 2:09-cv-02263
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-neverindex: true
x-archive-meta-noindex: true
x-archive-meta-pacer-case-num: 47786
x-archive-queue-derive: 0
x-upload-date: 2009-11-07T20:04:13.000Z
